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POST CARD 


The Windsor-Detroit Tunnel is one mile long, the bore is 
33 ft., roadway 22 ft., head clearance 13% ft. Regular 
service of 14 buses make 141 trips daily each way and 
earry about 11000 passengers. daily. 574 light boxes light 
the tunnel and 24 fans with capacity of 1,500,000 cubic 
feet of fresh air per minute furnish ventilation. 


CORRESPONDENCE 


Made in Canada 


Series 


“Canadian Art Deeptone’’ 


C.1.C. 
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